West Hartford Center & Surrounding Streets: Proposed Parking Restrictions 


4 - 17-19 


Center: South 



Parking Legend 


No Parking Anytime 

Metered Parking (Arapahoe TBD) 

2 Hr. Pkg. (5AM-llPM)/No Pkg. 11PM to 5AM 


Limit of Current Project 


4 Hour Parking (5AM to 2 AM) 
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Disclaimer: Map does not depict exact locations of No Parking areas. 
Final locations of signs will be determined in the future. 


Town of West Hartford 

Department of Community Development 












